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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 21 1814 

41 

ORIGIN AEC- 11 

INFO OCT-01 10-14 ISO-00 SCI-06 RSC-01 /033 R 
66617 

DRAFTED BY: USAEC/IP/IAEA:JEAMMONS 
APPROVED BY: SCI/AE:HDBREWSTER 
USAEC/IP/ADA AND L:WL YEOMANS 
IO/SCT:FJGALANTO 

093965 

R 262045Z OCT 73 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 211814 

E.O. 11652: NA 

TAGS: AORG, OCON, IAEA, TECH 

SUBJ: IAEA PANEL ON COMPARISON OF TECHNIQUES IN SOLID 
STATE SPECTROSCOPY IN VIENNA, 1 1/26-30/73 

REE: IAEA VIENNA 8668 

1. MISSION MAY NOMINATE DR. CHALMERS B. ERAZER, BNL, 

AS OFEICIAL US PARTICIPANT SUBJECT PANEL AS COST-FREE 
EXPERT. FRAZER ANXIOUS RECEIVE AGENCY INVITATION AND 
COMMENTS RE OTHER SUBJECTS TO BE INCLUDED HIS PRESENTATION. 

2. NOMINEE HAS AEC "Q "CLEARANCE WHICH ACCEPTABLE IN 
LIEU REQUIREMENTS SECTION VIII, E.O. 10422. END 
KISSINGER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE21 1814 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC/IP/IAEA:JEAMMONS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1973108/aaaaafuy.tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: IAEA VIENNA 8668 
Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 0 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10-Jan-2002 by eibezefj>; APPROVED <18 MAR 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA PANEL ON COMPARISON OF TECHNIOUES IN SOLID STATE SPECTROSCOPY IN VIENNA, 11/26-30/73 
TAGS: AORG, OCON, TECH, IAEA 
To: IAEA VIENNA 
Type: TE 
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